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TAGS: ESTC, COCOM, UK, BU 

SUBJECT: UK PTFE INSULATED WIRE TO BULGARIA * IL 1 574 
REF: COCOM DOC (73)1629 

US EXPERTS ARE UNABLE TO ADJUDGE THE CIVIL END USE OF THE 
WIRE BECAUSE "AIR CONTACTORS" IN WHICH THE WIRE IS TO BE 
USED CANNOT BE IDENTIFIED. THE WIRE ITSELF IN A 10,000 FT. 

LENGTH IS REGARDED AS A MATTER OF CONCERN BECAUSE OF ITS USE 
AS HOOK-UP WIRE FOR MINIATURIZED ELECTRICAL AND ELECTRONIC 
COMPONENTS IN TRANSMITTERS/TRANSCEIVERS, RADAR, SONAR, ETC. 
WHEREIN ONLY A FEW INCHES MIGHT BE USED PER INSTRUMENT. 
THEREFORE REQUEST FURTHER IDENTIFICATION AND JUSTIFICATION 
FROM THE UK DELEGATION IN ORDER TO FACILITATE DEVELOPEMENT 
OF A POSITION. RUSH 
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